To:  McClain-Vanderpooi,  Lisa[Mcciain-Vanderpool. Lisa@epa.gov] 

From:  Jenkins,  Laura  Flynn 

Sent:  Thur  8/13/2015  6:17:23  PM 

Subject:  RE:  anyone  have  an  answer  to  this?  re:  New  EPA  Website  for  Status  of  Gold  King  Mine 

Response 


OK,  I won’t  respond.  If  you  need  any  help  tracking  anything  down  please  let  me  know. 


Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 


From:  McClain-Vanderpool,  Lisa 
Sent:  Thursday,  August  13,  2015  12:04  PM 

To:  Jenkins,  Laura  Flynn;  Trulove,  Whitney;  Smith,  Paula;  Russo,  Rebecca;  Davis,  Tim;  Mylott, 
Richard 

Cc:  Thomas,  Deb 

Subject:  RE:  anyone  have  an  answer  to  this?  re:  New  EPA  Website  for  Status  of  Gold  King 
Mine  Response 


That’s  what  I’m  working  with  HQ  on.  They  are  going  to  make  sure  there’s  a link  to  data  that  is 
ready  for  public  consumption.  There  are  2 data  related  docs  on  the  OSC  website  that  are  already 
vetted  and  posted  there  but  confusion  from  HQ  as  to  whether  it’s  vetted  for  public.. . 
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Lisa  McClain- Vandeipool 

Public  Affairs  Specialist/Media  Officer 

Office  of  Communications  and  Public  Involvement 

US  Environmental  Protection  Agency,  Region  8 

1595  Wynkoop  Street 

Denver,  Colorado  80202 

Office  303.312.6077 

Cell  303.501.4027 


From:  Jenkins,  Laura  Flynn 

Sent:  Thursday,  August  13,  2015  11:45  AM 

To:  Trulove,  Whitney;  Smith,  Paula;  Russo,  Rebecca;  Davis,  Tim;  McClain-Vanderpool,  Lisa; 
Mylott,  Richard 
Cc:  Thomas,  Deb 

Subject:  RE:  anyone  have  an  answer  to  this?  re:  New  EPA  Website  for  Status  of  Gold  King 
Mine  Response 


Has  anyone  responded  yet?  If  not.  I’ll  follow-up. 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 

Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
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Cell:  202-360-8453 


Fax:  303-312-6961 


From;  Tmlove,  Whitney 

Sent:  Thursday,  August  13,  2015  8:21  AM 

To:  Smith,  Paula;  Russo,  Rebecca;  Davis,  Tim;  McClain-Vanderpool,  Lisa;  Mylott,  Richard; 
Jenkins,  Laura  Flynn 
Cc:  Thomas,  Deh 

Subject:  anyone  have  an  answer  to  this?  re:  New  EPA  Website  for  Status  of  Gold  King  Mine 
Response 


See  question  from  Bob  Benson  below. 


Thanks  - Whitney 


Whitney  Trulove 
EPA  Region  8,  Denver 

Office  of  Communications  & Public  Involvement 
Phone:  303-312-6099 


From;  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  1:45  PM 
To:  Trulove,  Whitney 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


Answer? 


From:  Benson,  Bob 
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Sent:  Wednesday,  August  12,  2015  12:52  PM 
To:  Thomas,  Deb 

Subject:  RE:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


Why  no  link  to  the  monitoring  data? 


From:  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  12:44  PM 
To:  R8  All  Employee 

Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


This  message  is  to  inform  employees  that  we  have  a new  website  dedicated  to  information  about 
the  Gold  King  Mine  response.  This  website  includes  the  latest  information  on  the  spill  and 
EPA’s  response.  Please  follow  the  website  for  the  latest  information: 
http://www2.epa.gov/goldkingmine 


Debra  H.  Thomas 
EPA  Region  8 

Deputy  Regional  Administrator 
303-312-6298 

thomas.debrah@epa.gov 
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